
NOTES) 1 . Please refer to page 2-63 for voltages of this circuit diagram. 




LCD PANEL 
(TOP INVERTER UNIT) 


LCD PANEL 

(BOTTOM INVERTER UNIT) 


18V 

PON^— |- 


GND3^— 



COOLING FAN 


REGULATOR PWB 
SHEET 20 


NOTES) 1 . Please refer to page 2-63 for voltages of this circuit diagram. 


RECIEVER PWB (2/2) 
SHEET 4 


NOTES s UNLESS OTHERWISE SPECIFIED. 

ALL RESISTANCE VALUES ARE IN OHMS. 
ALL INDUCTANCE VALUES ARE IN H. 

ALL CAPACITANCE VALUES ARE IN *F . 
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